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MEMORANDUM FOR: Chief, 
INFORMATION 
FROM 


25X1 


Chief, Operations, OC 
3cati< 


SUBJECT 


Chief, Communications Engineering 
Isolator Installation for MAXCON 


1 . 

as dls cuskgq 1 
tional 


Please install the MAXCO N isolat or cabinet/relays 
betw een Headquarters and I [ personnel. Addi- 

] penetrations will be required for this instal- 


lation and approval is hereby provided to perform such work as 
necessary to complete the installation. 


25X1 

25X1A 
25X1 A 


] Also, as discussed with 


personnel, addi- 


25X1 


tional dual relay modules will be obtained to support synchro- 
nous circuit operation. We are planning to use two full duplex 
(FDX) relays and one dual relay for data IN/OUT, clock IN/OUT, 
synch- initiate and synch in-progress on each synchronous circuit 


contact for this subject. 


is the Headquarters 


25X1 


Distribution: 

Original - Addressee 

1 - Chief, OC-O 
dr'- Chief, OC-CS 
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